MBTA Contract No. R17CNO6 Quincy Bus Maintence Facility SOQ List 


Dimeo Construction Company 88 Black Falcon Ave., Suite 307 Boston 02110 Lara Hayes Ihayes@dimeo.com 
Skanska USA Building Inc. 101 Seaport Blvd., Suite 200 Boston MA 02210 Cindy O'Brien cindy.obrien@skanska.com 
The Whiting-Turner Contracting Company 11 Apex Drive, Suite 201A Marlborough MA 01752 Caraline Carrazza caraline.carrazza@whiting-turner.com 


As of 10/4/2022 


